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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 09354 131449Z 
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ACTION SCI-06 

INFO OCT-01 10-14 ISO-OO ACDA-19 CIAE-00 INR-10 L-03 

NSAE-00 NSC-10 RSC-01 SCEM-02 EUR-25 DRC-01 /092 W 

111699 

P 131339Z NOV 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC PRIORITY 3641 
INFO AEC GERMANTOWN PRIORITY 
AMEMBASSY BONN PRIORITY 

UNCLAS IAEA VIENNA 9354 

E.O. 11652: N/A 
TAGS: PARM, IAEA, US 

SUBJECT: DE MINIMIS USES OF NUCLEAR MATERIAL UNDER 
U.S. OFFER 

REF: STATE 221423 

1. MISSION SUGGESTS FOLLOWING CHANGES TO TEXT TRANSMITTED 
REFTEL. 

A. IN OPENING SENTENCE, CHANGE PHRASE FOLLOWING 
"FACILITIES" TO READ "IN WHICH THE IAEA MAY APPLY ITS 
SAFEGUARDS TO NUCLEAR MATERIAL UNDER," ETC. 

B. CHANGE PERIOD AT END PENULTIMATE SENTENCE SECOND 
PARA TO SEMI-COLON AND ADD "I.E., NONE ARE REACTORS, 

CRITICAL FACILITIES, CONVERSION PLANTS, FABRICATION PLANTS, 
REPROCESSING PLANTS, ISOTOPE SEPARATION PLANTS OR SEPARATE 
STORAGE INSTALLATIONS AND NONE ARE LOCATIONS WHERE 
NUCLEAR MATERIAL IN AMOUNTS GREATER THAN ONE 
EFFECTIVE KILOGRAM IS CUSTOMARILY USED." 

C. CHANGE LAST SENTENCE LAST PARA TO READ 
"ACCORDINGLY IF ANY SUCH DE MINIMIS USE IS FOUND TO 
BE SIGNIFICANT IN TERMS OF THE "TIMBS PAPER' CRITERIA 
MENTIONED ABOVE, THE U.S. WILL ADD IT TO THE LIST OF 
ELIGIBLE NUCLEAR ACTIVITIES SUBMITTED TO THE IAEA." 

2. RATHER THAN GIVING TEXT TO UNGERER, AS SUGGESTED 
UNCLASSIFIED 

UNCLASSIFIED 
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REFTEL, MISSION PROPOSES PRESENTING TEXT DURING BONN 
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CONSULTATIONS NOV 16. 

3. PLEASE CONFIRM SOONEST ACCEPTABILITY CHANGES 
SUGGESTED PARA 1. PORTER 

UNCLASSIFIED 

NNN 
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Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1973IAEAV09354 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 138/aaaabbpp. tel 

Line Count: 65 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Page Count: 2 
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